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UNCLASSIFIED 

PAGE 01 STATE 026242 
ORIGIN COME-OO 

INFO OCT-01 ARA-14 ISO-OO EB-08 /023 R 

DRAFTED BY COM/BED/OIM/ESPINKOW/DFH 
APPROVED BY SB/OC A/CM/.T.TRF.TT ,T ,Y 
COM/BED/OIM/JLBLOW/CMM 
COM/BED/OIM/EOOLSEN/AD/EM 
ARA/ECP/SKOK (INFO) 

112986 01123 1Z/15 

R 010247Z FEB 78 
FM SECSTATE WASHDC 
TO AMEMBASSY ASUNCION 

UNCLAS STATE 026242 

E.O. 11652: N/A 
TAGS: BEXP, PA 

SUBJECT: IMPORT REGULATIONS ON CT SCANNER 


Message Text 


1 . PFIZER MEDICAL SYSTEMS, INC. (COLUMBIA, MD.) CONTACTED 
USDOC TO REQUEST INFORMATION ON PARAGUAYAN IMPORT REGULA- 
TIONS ON CT SCANNERS (BTN 90.17) TO INCLUDE: APPLICABLE 
TARIFF RATES AND RESTRICTIONS FOR NEW AND USED, IF DIFFER- 
ENT. USDOC DOES NOT HAVE CURRENT INFO THIS SUBJECT. 
PARAGUAYAN EMBASSY IN D.C. UNABLE TO FURNISH SPECIFICS. 


2. APPRECIATE INVESTIGATION INTO THIS AREA. PLEASE 
FORWARD INFO TO USDOC ATTN: CMM/BRAZIL-RIVER PLATE. VANCE 


UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 feb 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE026242 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BED/OIM/ESPINKOW/DFH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780048-0093 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978021 05/aaaadlcw. tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 7d8b6dcd-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
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